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Erratum 


Anal. Chim. Acta, 273 (1992) 27-34 
p. 33, 2nd column, 4th line: 


= 8.8 X 10°(Cyian/mol I~") + 0.14 
should read 


(1,/mA) = 4.4 x 10’(Cyign/mol + 0.14 
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